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ABSTRACT 


A magnetic thrust bearing can be employed to take thrust loads in rotating 
machinery. This paper describes the design and construction of a prototype magnetic 
thrust bearing for a high load per weight application. The theory for the bearing is 
developed in the paper. Fixtures were designed and the bearing was tested tor load 
capacity using a universal testing machine. Various shims were employed to have 
known gap thicknesses. A comparison of the theory and measured results is presente 

in the paper. 


INTRODUCTION 


Magnetic bearings are beginning to be used in significant numbers of lotating 
machinery. Industrial uses have included compressors, pumps, and turbines. Uses in 
space applications may include platform supports, telescopic pointing devices and 
flywheels. The type of magnetic bearing discussed in this paper is basically a 
single axis device which might be called either a thrust bearing or a magnetic 
suspension system. 


Normally magnetic bearings for shaft support are employed m a set which 
includes a double acting thrust bearing and two radial bearings. The thrust bearings 
have not been discussed in the literature very much, in comparison to radial 
bearings The first work by the authors on a magnetic support system of this type 
was reported in Allaire et al. [1]. This paper describes a single pole 
electromagnetic support system to verify the concept and compare it to some 
theoretical calculations. A second paper by Humphris, et al. [2] investigated the 
effects of control algorithms for magnetic support systems. 


Some early work on magnetic thrust bearings was reported by Shimizu and 
Taniguchi [3,41. They considered the control system required for operating the 
bearing. Some information on the S2M design of commercially available thrust 
bearings is given by Haberman, et al. [5,6] but few details are given. A drawing of 
a combination radial and thrust bearing is given in [6]. Applications of these 
bearings have been reported for pipeline compressors by Foster et al. L 7 J and Hiistak 
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et al. [81. Operation of the bearings in the industrial environment has been quite 
successful. 

Work on an unusual magnetic bearing design was reported in [9,10 
was designed to be active axially but passive radially. Lewis and Al 
investigated the potential use of magnetic thrust bearings for contro 
forces. The magnetic bearing would be used in con junction with an oi 
bearing. 

Fairly extensive work has been reported on applications for satellite attitude 
control and energy storage. A three axis magnetic suspension system is described by 
Eisenhaure, et al. [12] employing high energy samarium cobalt permanent magnets. 
Anand, et al. [13] describes a flywheel magnetic bearing of combined active and 
permanent magnet design. 

The purpose of this paper is to discuss the theory associated with active 
magnetic thrust bearings and present some experimental results on a prototype 
bearing. The theory describes the properties of the magnetic thrust bearing using 
electromagnetic principles. Design parameters associated with the bearing are then 
related to the bearing thrust and effective stiffness and damping parameters. A 
prototype bearing was constructed and the thrust capability measured. The measured 
results are compared to the theory. 


. The bearing 
aire [11] 
of transmitted 
thrust 


NOMENCLATURE 


A Area 

A| Area of inner pole face 

Area of outer pole face 
A Area of air gap 

o 

B Magnetic flux density 

d Depth of coil gap 

D^ Inner diameter of stator 

D 2 Inner diameter of coil gap- 

Dg Outer diameter of coil gap 

D^ Outer diameter of stator 

F Total force on thrust runner 

Fp Force on one pole face 

h Effective magnetic circuit gap 

hp Effective gap of iron path 

h Air gap 


i Current in coil 

K Leakage correction factor 

L Axial length of stator 

L^ Axial length of stator base 

Lp Length of iron path 

L r Axial length of thrust runner 

L t Axial length of stator toroids 

MMF Magnetomotive force 

N Number of turns in coil 

R Total Reluctance of magnetic circuit 

R Reluctance of air gap 

O 

Rp e Reluctance of iron path 

Permeability of free space (air) 

= 4i x 10 ^ Wb/A-turn-m 
fi r Relative permeability of iron (4000) 
<j> Magnetic flux 


MAGNETIC THRUST BEARING DESCRIPTION 

A magnetic thrust bearing has an electromagnetic stator and a thrust runner, as 
illustrated in Fig. 1. They are separated by an air gap or water gap when applied to 
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a pump. Because the electromagnet is attractive, the thrust bearing must be double 

acting to operate successfully for most applications. This is discussed in more- 

detail later in the paper. 

In its simplest form, the electromagnetic stator is formed by an inner and outer 
toroid connected by a common base. Figure 2 shows an exploded view of the stator, 
shaft, and thrust collar of a single acting bearing. All of the magnetic components 
are made of magnet iron. The inner and outer toroids and base may be constructed oi 
separate pieces for ease of assembly. They may be held together by screws or other 
methods. Figure 3 gives a perspective view of the assembled stator. A coil ot wire 
occupies the space between the inner and outer toroids. This produces the magnetic 
flux in the bearing. Magnetic flux paths are illustrated in Fig. 4 flowing through 
the inner and outer toroids as well as the thrust runner. It is important to provide 
a good flux path to avoid leakage from the magnetic components. 

The rotating part of the bearing, in its simplest form, is a solid disk made of 
magnet iron and attached to the shaft. Fig. 2 illustrates this construction of the 
thrust runner. Unlike the rotating part of radial magnetic bearings, the thrust 
runner does not cross alternating magnetic flux lines so it does not have to be 
laminated to reduce eddy currents. 

An electronic circuit controls the current in the coils of the stator, as 
illustrated in Fig. 4. The axial position of the thrust runner is continuously 
monitored by a sensor. The voltage from the sensor is fed into a sensor amplifier. 
This in turn enters a compensator, summer, and lead network or other network suitable 
for a given application. A current amplifier then supplies the appropriate current 
to the coils in the magnetic stator. 

A steady state current provides the attractive force between the stator and 
runner which gives the bearing its steady load capacity. The bearing by itself has a 
negative stiffness (discussed later in [2]) so an automatic control circuit is 
required to give the bearing an effective positive stiffness. The position sensor is 
used to sense the axial position of the shaft and to provide the feedback signal to 
the control loop which creates the positive stiffness. 


THEORETICAL MODEL 

The theoretical model of the thrust bearing used in this paper is a one 
dimensional theory. It is assumed that the flux can be taken as varying only along 
the flux lines. No attempt is made here to do a finite element analysis of the 
magnetic flux in a two or three dimensional manner. 

Several assumptions are made in this derivation for the sake of simplicity: 

1. No leakage occurs between the toroids. 

2. Flux levels are always below saturation. 

3. Changes in the current are small compared to the steady state level. 

4. Axial shaft motions are small compared to the steady state air gap. 

5. A one dimensional model of the magnetic path may be used. 

The first assumption is valid if the radial dimension of the space between the 
toroids is large compared to the air gap. If not, a leakage factor can be used 
developed in Appendix A. The second assumption depends upon the proper design of the 
thrust bearing for the expected loads. Both assumptions 3 and 4 are generally valid 
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if the bearing is operating properly. The steady state current is usually large 
compared to oscillating thrust loads and the axial motions are small relative to the 
large magnetic bearing gap thickness. Finally, a one dimensional model of the 
magnetic path provides a reasonable first approximation. 

All of the above assumptions may be violated to some extent by actual magnetic 
thrust bearings and probably are. However, that means that more complex analysis 
needs to be carried out to supplement the analysis given here. This approach can be 
used for preliminary design purposes. 


MAGNETIC CIRCUIT RELUCTANCE 


The pole face areas Aj and A «2 are given by (see Figure 5) 

A, = J (D, 2 - D, 2 ) 


( 1 ) 

A 2 3 1 < D 4 Z - D 3 Z ) < 2 ) 

These areas are made equal so that the magnetic flux has the same level in each 
torroid. The pole face area then equals the air gap area Ag. Also, the location of 
the most restrictive area in the stator base is the perimeter at the outer diameter 
of the inner toroid. Thus the length of the base is given by 

A. 


L - L* 


A 


( 3 ) 


The thrust runner has thickness L r equal to this value. 

The reluctance of each air gap is given by 

R = X 

g Kq 

and the reluctance of the iron path is 

L f 

K f = — ~i — 
f Vr A g 

Let the length of air gap magnetically be equal to the iron path h^ with value 

„ b 

f ^r 

The total reluctance of the magnetic circuit is 

1 


R = 2R~ + R f -fr t 2h 


g 


o g 


g 


h f ] 


Thus the effective magnetic gap is h where 

h = 2h + hr 

g f 

including both air gaps and the iron path. 


( 4 ) 

( 5 ) 

( 6 ) 

( 7 ) 

( 8 ) 
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MAGNETIC FLUX 

A magnetomotive force (MMF) is equal to the number of turns in the coil times 


the current 

MMF = Ni 

(9) 

The magnetic flux is then 

found from 

, MMF ^o A g Nl 

* = t = 



(10) 

and the flux density is 

i /x^N i 



(11) 


g 

This must not exceed the saturation level for the Particular magnetic material 
involved. Typical values for silicon iron are 1.2 to 1.6 tesla and tor lare 
materials up to 2.0 tesla. 

Often the steady state (also called bias flux lev<chose n as 
ftp saturation flux level. This value gets the operating point ol the thrust hearing 
‘up ifthe linear ?ange of the flux tat'still leaves operating room for uncrossed flux 
for higher load capacity as needed. 


( 12 ) 


(13) 


LOAD CAPACITY 

Each pole face develops an attractive force with value 

p Sr 2h 2 

There are two pole faces so the total force is 

«A N 2 i 
F = 2F d = -^2— 

P li . . 

Ttp artnal force is somewhat reduced by leakage effects. A leakage parameter k is 
23c“Srf for the thr^fbearing geometry, fhe thrust bearing load capacuty us then 

modified to include k as 

a A NV 
r - 0 g_ 

F - A 2 

Appendix A gives the calculation method for k. 

In most industrial applications, the thrust bearing must be made double acting. 
Figure 6 illustrates the geometry when a single thrust runner is employed in a dou 
acting bearing. Other rotating machines employ a split double acting thrust bea g. 
An examDle is a canned motor pump with one thrust bearing at the pump end o 
jLStto^he other thrust bearing at the opposite on ote mo o. Th load 


(14) 


F = 


. n ,2-2 
"o A g N 1 


. .,2.2 
'W 1 

CM 

CM 

_J 

2 

kh 2 


(15) 


where 1 denotes the left side and 2 denotes the right sioe. oieany, u t- 7 Y , 
sides are identical the thrust load is zero. However, as a thrust load is app 
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the runner will move in the axial direction creating a difference in air gaps. The 
automatic control circuit insures that this thrust bearing will have positive 
effective stiffness and damping dynamic coefficients. 


PROTOTYPE THRUST BEARING 

A prototype single acting thrust bearing was constructed for load capacity 
testing. Figure 7 shows the assembled thrust bearing but without a thrust runner 
(which would be attached to a shaft). Figure 8 presents the prototype bearing 
disassembled. Also shown is the thrust runner on the left side of the photograph. 
The lead wires for the coil come out of holes in the stator base for connection to 
the control circuit. 


Some of the dimensions of the prototvpe arc 


Axial length 

Inner diameter of stator 

Inner diameter of coil gap 

Outer diameter of coil gap 

Outer diameter of stator 

Depth of coil gap 

Axial length of thrust runner 

Air gap 


L = 50.800 mm (2.00 in) 

Dj = 40.945 mm (1.612 in) 

D 2 = 64.414 mm (2.536 in) 

D 3 = 71.272 mm (2.806 in) 

D 4 = 93.345 mm (3.675 in) 

d = 39.116 mm (1.54 in) 

L r = 10.160 mm (0.40 in) 

h = 0.508 mm (20 mils) 

o 


LOAD CAPACITY TESTING 

It was desired to measure the load capacity of the thrust bearing for comparison 
to the calculated values. A standard tensile testing device was used to apply loads 
to the bearing. First, the stator was mounted on a test base as shown in Figure 9. 
Second, a thin nonmagnetic shim was placed on top of the stator. Third, the thrust 
runner was attached to the movable part of the tensile tester. The assembled test 
setup is illustrated in Fig. 10. The prototype thrust bearing is shown in the bottom 
of the photograph. Immediately above the thrust bearing is a load equalizing device 
to avoid cocking of loads higher on one side than the other. At the top of the 
photograph is the load cell used to measure the bearing load capacity. 

Testing was accomplished by turning on the current in the coil and applying a 
load to the tester. The gap thickness is known because of the nonmagnetic shim in 
the normal air gap region of the bearing. The permeability of the aluminum shim is 
essentially the same as that of air so the effect is that of having air in the gap 
Two shims were used: 0.37 mm (14.5 mils) and 0.50 mm (19.5 mils). The current in 
the coil is increased and the thrust load capacity measured. 

A number of difficulties were encountered with using the tensile tester. 
Basically, it is designed as a materials test device. It proved impossible to 
construct a bearing holder which had zero axial tolerances. With the clearances of 
the testing machine and those of the magnetic bearing test device, there was always a 
certain amount of initial force takeup before the steady state load was attained on 
the thrust bearing and actual test data was taken. In short, this procedure did not 
produce good, reproducible test results. 
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Another type of test, called the drop test, was performed on the thrust bearing. 
In this test, a known dead load is brought up to a specific distance (separation) to 
the face of the thrust bearing. This separation is determined by the particular 
aluminum shim used for the test. Current is then applied to the bearing of 
sufficient level such that the dead load is captured. The dead load and the bearing 
is raised by the universal testing machine so that the bearing alone is carrying the 
dead load. Then the current level to the bearing is slowly reduced to the point at 
which the bearing can no longer support the load. The dead load then drops from the 
bearing. The current level at this point is recorded with the value of the dead load 
and this yields one point on the LOAD vs CURRENT curve for the particular shim (or 
equivalent air gap of the bearing). 

Figure 11 gives the results for the measured load capacity with 0.37 mm (14.5 
mils). Figure 12 shows similar results with a 0.50 mm (19.5 mil) shim. The theory 
used is one dimensional and considers unrolling the toroids and not producing 
sufficiently accurate leakage factor for this geometry. More consideration needs to 
be done to generate more precise leakage factors. 

For a significant range (close to our operating range) the slope of the 
simplified theory curve agrees fairly well with the experimental work (drop test). 

The theory is of proper sign in that there are losses that have not been considered 
so when further delineation of the flux leakage is produced, the theoretical curve 
will be shifted to the right and the slope will decrease. 

The theory for the larger gap (clearance) understates the current by some 18 
percent which is sufficient for design purposes because the sign of the error is 
known. The design conditions for this bearing called for a 0.508 mm (2 20 mil gap. 
This prototype bearing was designed to carry a maximum load of 136 kg (300 lbs) at 
0.9 amps. A redesign has been made with the new design handling up to 1.8 amp and 
with capacity to handle the maximum load. 


INDUSTRIAL APPLICATION 

The above theory was employed to design and construct a double acting magnetic 
thrust bearing for a canned motor pump. The pump has a single stage overhung 
centrifugal impeller and the canned motor is centrally mounted between the bearings. 
Figure 13 is a photograph of the pump. Both radial and thrust bearings were 
originally made of carbon. Unfortunately these bearings have relatively short 
operating life, less than one year, in hydrocarbon and other service The objective 
of replacing the original product-lubricated bearings with magnetic bearings is to 
produce an extension of life. The objective is five years. As yet there is no data 
available on the extremely few applications of magnetic bearings to pumps. It is the 
authors' understanding that magnetic bearings have been installed in a vertical pump 
for the French Navy but that no results have been made public. 

The thrust bearing is split for this canned pump so that one side is between the 
impeller and motor and the other side is outboard of the motor. The magnetic 
bearings have the same configuration. They fit in the same components that the 
original bearings do except for modified bearing housings at both ends. All other 
components such as the impeller, casing, motor, and shaft have not been replaced or 
substantially modified. Actually, the radial bearings are being replaced also but 
this paper is concerned with thrust bearings. 
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The status of this project at this point in time, January 1988, is that the 
bearings have been designed and are being constructed. Construction will be 
completed and testing done over the spring of 1988. A complete pump test loop has 
been constructed for this purpose. Full operational flow and vibration measurements 
were made on the pump with the original bearings before any modifications were made. 
These will serve as the benchmark measurements. 


CONCLUSIONS 

This paper describes the theoretical modeling of a magnetic thrust bearing. The 
theory is a one dimensional model of the magnetic flux path through the bearing and 
resulting forces acting on the thrust runner. Some simplified leakage effects were 
included in the model. No attempt has been made to develop a more accurate two or 
three dimensional finite element model of the bearing as yet. 

A single acting prototype was designed with this theory and tested for load 
capacity. The theory over-predicted the load capacity by a significant fraction but 
did give a good feel for the trends in the bearing. Some problems were encountered 
with the initial testing which probably resulted in some measurement errors. The 
drop testing procedure has produced more reliable and repeatable results so that the 
relatively simple theory employed gives a good starting place for design purposes. 

Bearings of this type have been designed for a canned motor pump. They are 
currently being constructed and will be tested in the pump in the near future. 
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APPENDIX A 


A.l Introduction 

The flux path that has been assumed is not the only one for the magnetic thrust 
bearing, even though it is the only effective one for our needs. There are a number 
of other flux paths across the air gap which are traversed by leakage flux.|^ s , 
reduces the thrust capability of the bearing, since a part of the magnetomotive force 
is wasted to sustain the leakage flux. 

A.2 Calculation of Permeances 

Before the leakage coefficient can be calculated, it is necessary to compute the 
permeance of all the significant flux paths in the air gap. A quite comprehensive 
analysis for the estimation of these permeances has been presented by Roters [12J. 

The following material is based on his treatment of the matter. 

Figure 14 identifies by number the various flux paths in the air gap that are 
being considered here. The two basic formulae that we need are those for the 
permeance of a magnetic field between parallel plane surfaces of infinite ex en , an 
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that of a magnetic field between now-parallel plane surfaces of infinite extent. For 
the former, with reference to Figure 15, the permeance A is given by 

A = /< | (A.2.1) 

where 


S is the surface area of each of the two plane surfaces, 

l is the length of the gap between the surfaces, 

fi is the permeability of the medium separating the surfaces. 


For a pair of non-parallel surfaces, as shown in Figure 16, a cylindrical shell of 
flux of radial thickness dr and axial length l may be considered. Application of 
equation (A.2.1) and subsequent integration over dr gives us 


where 



(A.2.2) 


l, 9, r^ , and r are as shown in Figure 16. 

The permeances of the four flux paths of interest can now be determined. 

Path 1: Equation (A.2.2) can be used, with 

l = t/> 4 , 9 = t, r = h g / 2, and ^ = L r + h /2 
to give us 


A 

l 


= u D 4 ln 


' + 2 W 


(A.2.3) 


where 


Z> 4 is the outer diameter of the bearing, 

L r is the thickness of the thrust collar, and 

h g is the air gap between the bearing and the collar. 


Path 2: This flux path is a semicircular cylindrical volume. The mean length of the 
path is that of a line drawn midway between the diameter and the 
circumference of the semicircle. This equals 1.22A by graphical measure¬ 
ment. The mean area of the flux path is estimated by dividing the volume of 
the path by this mean length. On applying equation (A.2.1) now, we get 

/1 Trh 2 (rZM 

A = ^ oRi t t 9 t rwi i = 0.26r/i Z? (A.2.4) 


_o '.<7 v 4; 

1.22A H x 1.22 h 
9 9 


o 1 


Path 4: This path has twice the length of path 2 and is identical to it in every 
other respect, so that it has twice the permeance: 


A = 0.52t// ZL 

4 o 3 


(A.2.5) 
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Path 3: This is the only path for the useful flux. Equation (A.2.1) can be used 


with S - r 


Di - Di 


/A and l = to give us 






n- 

T" 


(A.2.6) 


where 


D g is the inner diameter of the outer pole. 


A.3 The Leakage Factor 

The ratio of the total gap permeance to the useful gap permeance is defined as 
the leakage factor. Thus, for the outer pole of the magnetic thrust bearing, we have 


outer 


A +A +A +A 

1 2 3 _I 


(A.3.1) 


The leakage factor for the inner pole, kj nner , can be found in the same way, 
with D ^ ,D g replaced respectively by D^ ,0^ The higher of these two values is 

chosen as the effective leakage factor, since the useful flux at one of the two poles 
is determined by this, and the flux intersecting each of the two pole faces is 
assumed to be the same. Therefore, in equation (10), ^ must be divided by the 
effective leakage factor k . Since the force developed is proportional to the square 
of the flux, this means that the right hand side of equation (13) must be divided by 
the square of k to get the effective value of thrust capacity. This is what has been 
done ih equation (14). 


Thrust runner 



Figure 1. Basic Magnetic Thrust 
Bearing Geometry 
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Figure 12. Thrust Force vs. Current for Magnetic Thrust 
Bearing with Gap Thickness of 19.5 mils. 



Figure 13. Canned Motor Pump Being Converted 
to Magnetic Bearings 
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Figure 14. Section of Thrust Bearing 

System Showing Flux Paths 



Figure 15. Parallel Plane Surfaces 













